From: 

Sondra Slesinski <sslesins@ehs.umass.edu> 

Sent: 

Thursday, January 27,2011 11:18 AM 

To: 

'Hanchett, James (DPH)'; PP Service Desk 

Subject: 

RE: Parking Lots 

Jim, 



Please call the Physical Plant Service Desk with all concerns..,.they forward any ice/snow/surface issues to Grounds. Thank you. 
Service Desk, see Jim's email below for further concerns. 


Sondra L. Slesinski 
Environmental Health & Safety 
Physical Plant Safety Officer 
University of Massachusetts Amherst 
(413)545-4192 

From: Hanchett, James (DPH) fmailtoJames.Hanchett@state.ma.usl 
Sent: Thursday, January 27,2011 9:21 AM 
To: 'Sondra Slesinski’ 

Subject: RE: Parking Lots 

Lower lot was plowed by 1/26 but is not plowed today. Upper lot with 2 handicap spots has not been plowed in four storms. This lot is to the left of Morrill I facing west on Stockbridge Road. 
Jim 


From: Sondra Slesinski fmailto:sslesins@ehs.umass.edu1 
Sent: Wednesday, January 26, 2011 10:49 AM 
To: PP Service Desk 
Cc: 'Hanchett, James (DPH)' 

Subject: RE: Parking Lots 

All, 


I just received this request....will you please dispatch Grounds to check out? Thank you. 
Sondra 


Sondra L. Slesinski 
Environmental Health & Safety 
Physical Plant Safety Officer 
University of Massachusetts Amherst 
(413)545-4192 


From: Hanchett, James (DPH) fmailto:James.Hanchett@state.ma.us1 
Sent: Wednesday, January 26, 2011 10:25 AM 
To: 'sslesins@ehs.umass.edu' 

Subject: Parking Lots 

Hi Sandra, 

Two of the parking lots around Morrill I and IV North have not been plowed. Handicap parking is not accessible for our building and deliveries can not be made to the loading dock. Is this something you can help us 
with if not who should I contact? 

Thanks, 


Jim Hanchett 
Amherst Drug Lab 
RoomN251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
Cell 413-459-3023 
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